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PART II - MISCELLANEOUS NOTIFICATIOSN OF INTEREST TO THE PUBLIC 


- - X - - 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc ., 


THE DIRECTOR OF BOILERS, ANDHRA PRADESH , 

AMARAVATI 


PROMOTION , POSTING AND RELIEF ORDERS OF Sri K . VEERABHADRA 

RAO , INSPECTOR OF BOILERS TO THE CATEGORY OF DEPUTY CHIEF 
INSPECTOR OF BOILERS. 


Ref : 1. 


G . O .Ms.No. 230 of General Administration ( Ser . D ) Department, dated : 
22 - 05 - 1999 . 
G .O .Rt.No. 96 , dt. 27 -02 - 2017 of Labour, Employment, Training and 
Factories (Labour- II) Department. 
Proceedings of Departmental Promotion Committee, which met on 
27 - 10 - 2017 


- - X - - 


No. A1/7519 / 2017 ,- in the reference 3rd cited , the Departmental Promotion Committee 
appproved the name of Sri K . Veerabhadra Rao , Inspector of Boilers in the order of seniority 
for promotion to the post of Deputy Chief Inspector of Boilers . 


In exercise of the powers delegated to Heads of Departments , vide G . O . 1st cited , under 
Rule 10 ( a ) of Andhra Pradesh State and Subordinate Service Rules , 1996 , Sri K . Veerabhadra 
Rao , Inspector of Boilers , Eluru Circle , Eluru is temporarily promoted to the category of 
Deputy Chief Inspector of Boilers. 


Consequently, the following posting, relief and Additional Charge arrangements are ordered . 


[ 1 ] 


ANDHRA PRADESH GAZETTE , November 15 , 2017 


Sri K . Veerabhadra Rao , Inspector of Boilers , Eluru Circle, Eluru , on promotion , 
is posted as Deputy Chief Inspector of Boilers ( Power Boilers ), Office of the 
Director of Boilers, Andhra Pradesh , Amaravati in the existing vacancy. 


Sri K . Veerabhadra Rao , Inspector of Boilers , Eluru Circle , Eluru , shall hand 
over the charge of the post of the Inspector of Boilers, Eluru Circle , Eluru to Sri M . Satyanarayana , 
Deputy Chief Inspector of Boilers (Rajahmundry Region ), Rajahmundry . 


3 . Sri M . Satyanarayana, Deputy Chief Inspector of Boilers (Rajahmundry Region ), 
Rajahmundry shall take over the charge of the post of the Inspector of Boilers, Eluru Circle , 
Eluru from Sri K . Veerabhadra Rao and shall hold full additional charge of the Post until 
further orders. 


4 . on relief , Sri K . Veerabhadra Rao shall proceed to Vijayawada and he shall 
assume the charge of the post of the Deputy Chief Inspector of Boilers ( Power Boilers ), Office 
of the Director of Boilers , Andhra Pradesh , Amaravati. 


B . UMA MAHESWARA RAO , 

Director of Boilers, 
Andhra Pradesh , Amaravati. 


- - x - - 
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